September 1965 


Brief 65-10281 


NASA TECH BRIEF 



NASA Tech Briefs are issued by the Technology Utilization Division to summarize specific 
technical innovations derived from the space program. Copies are available to the public from 
the Clearinghouse for Federal Scientific and Technical Information, Springfield, Virginia, 22151. 


Circuit Maintains Digital Decision Threshold at Preset Level 


Input 



The problem: To maintain the optimum decision 
threshold in digital information link equipment re- 
gardless of input-signal and noise-level amplitude vari- 
ations. Commonly used automatic-gain-control (AGC) 
circuits are nonlinear in operation, too slow in re- 
sponse for digital system application, and make a re- 
ceiver quite complex. 

The solution: An optimum decision-level circuit 
that will maintain the decision threshold at any pre- 
selected percentage of the input-signal amplitude. 

How it's done: The optimum decision-level circuit 
consists of a pair of bandpass filters, one detector each 
for the data envelope and the threshold level, a sub- 
traction circuit, and a fixed-threshold output circuit. 

The threshold-level detector detects the peak signal- 
plus-noise passed by bandpass filter #1. This detector 
has a fast attack time to provide a threshold voltage to 
the subtraction circuit before information from the 
data envelope detector arrives. The voltage decay time 
of the threshold-level detector is slow relative to the 
information pulse rate, but fast enough to follow any 


normal input signal-level variation. The threshold- 
level detector is variable to provide any desired thresh- 
old voltage relative to the amplitude of the data- 
envelope detector output. 

Bandpass filter jf 2 separates the signal from the 
noise and feeds it to the data-envelope detector, which 
recovers the modulation from the carrier and feeds it 
to the subtraction circuit. The subtraction circuit com- 
pares the envelope detector output Vd, with the peak 
voltage Vjof the threshold-level detector. When Vp is 
greater than Vj, the fixed-threshold output circuit 
produces an output data pulse. 


Notes: 

1. This invention would be useful with communica- 
tions equipment involving recognition of transmit- 
ted digital information. 

2. The alternate connection indicated by the dashed 
line may be desirable when the bandwidth of filter 
#1 is equal to or greater than that of filter # 2 . In 
this case, the line from A to B is omitted. 

(continued overleaf) 


This document was prepared under the sponsorship of the National 
Aeronautics and Space Administration. Neither the United States 
Government nor any person acting on behalf of the United States 


Government assumes any liability resulting from the use of the 
information contained in this document, or warrants that such use 
will be free from privately owned rights. 









3. Inquiries concerning this invention may be directed 
to: 

Technology Utilization Officer 
Marshall Space Flight Center 
Huntsville, Alabama. 35812 
Reference: B65-10281 


Patent status: NASA encourages the immediate 
commercial use of this invention. It is owned by 
NASA, and a patent application has been filed. When 
patented, royalty-free non-exclusive licenses for its 
commercial use will be available. Inquiries concerning 
license rights should be made to NASA, Code AGP, 
Washington, D.C., 20546. 

Source: Avco Corporation under contract 
to Marshall Space Flight Center 
(M-FS-331) 


Brief 65-10281 


Category 01 



